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Easy-to-make FACE SHIELD 

H 200mm x W 265 mm 

m®\ PET 

l¥£ I fcJ:-?-0.2mm 

Material | PET or Clear PVC sheet (hard) 
Thickness | Approx. 0.2mm 

It only takes 3 steps to create this face shield; put the template on top of a clear 
plastic sheet, cut them along the guideline, and attach it to your glasses. 
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